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Message Text 

UNCLASSIFIED 

PAGE 01 BELGRA 03171 171422Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 PASS-00 /020W 

180043Z 040091 /73 

R 171340Z MAY 77 
FM AMEMBASSY BELGRADE 
TO SECSTATE WASHDC 648 

UNCLAS BELGRADE 3171 

E.O. 11652: N/A 

TAGS: OTRA, BEXP, YO, US 

SUBJECT: VISIT OF MR. IAN R. STOPPS, X 

ENERAL ELECTRIC CO. 

TO MR. IAN R. STOPPS 

MANAGER, INTERNAT'L SALES DEVELOPMENT 
GENERAL ELECTRIC CO. 

FITCHBURG, MASSACHUSETTS 
TELEX: 928442 

YOUR TELEX 5/1 1/77, IRS 77034 

PLEASE FRF, I. WELCOME TO CALL AT EMBASSY AT 11:00 A.M., 

FRIDAY, MAY 20. MY OWN SCHEDULE WAS BOOKED BEFORE 
RECEIPT OF YOUR TELEX, BUT AM TRYING TO ADJUST IT TO 
SEE YOU. SHOULD I BE UNAVAILABLE, PLEASE ASK FOR 
MY ASSOCIATE, MIKE JURJEVIC, WHO IS WORKING ON YOUR 
INQUIRY WITH ME. 

BEST REGARDS, 

WILLIAM J. WALLER 
COMMERCIAL ATTACHE 
AMERICAN EMBASSY 
BELGRADE, YUGOSLAVIA 
TELEX: 11529 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BELGRA 03171 171422Z 

YORK 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BELGRA03171 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 75-0901 
Format: TEL 
From: BELGRADE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770551 /aaaabriw. tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4f3abe92-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 24-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2497330 
Secure: OPEN 
Status: NATIVE 

Subject: VISIT OF MR. IAN R. STOPPS, X ENERAL ELECTRIC CO. TO MR. IAN R. STOPPS 
TAGS: OTRA, BEXP, YO, US 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/4f3abe92-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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